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The Physiological Training Division, Miramar NAS, is to 
e commended for its support of a training program con- 
ducted by and for officers assigned to this organization. 
Special recognition should be afforded PR2 Boyd L. Chisholm 
who served as safety diver throughout the four-day period 1 
and to Mr D. R. Norton, the Engineering Technician who ' 
operated the training device. These men provided competent 
and professional support and allowed for a safe and suc- 
cessful completion of the training program. The enthusiasm 
demonstrated by all of the personnel of the Aviation 

?^ S ^°i° S ^^ Se ? tl ° n J WaS gratifying and is a credit to both 
e individuals and the Unit. Please convey this 
organization's appreciation for a job well done. 


DONALD h. RUSS 

Brig Gen USAF 

Director of Special Projects 

Central Control Group 
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Navy review(s) completed. 


/. Approved For Release 2003/08/21 : CIA-RDP75B00285R0001 00060004-1 


S 







